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Abstract 

Introduction. Published studies on the rigidity of consoles under load focus on the issues of their deformation and 
destruction. Calculations of the inertia moment, fundamentally important characteristic of the strength of the rod, are 
described. However, the problem of significant time consumption for such calculations has not been solved. The presented 
study meets the lack. The objective of the work is to describe a new rapid method for analytical calculation of the shear 
stress distribution in the section of the console corresponding to the action of an external applied force. For the first time, 
tangential stresses are considered, and examples of calculating the inertia moment for two non-standard sections of the 
console are given in this context. 

Materials and Methods. To develop a new method, the console was presented as a pack of plates oriented parallel to the 
vector of external force. The source calculations were based on the scheme of a console beam with a dedicated plate. The 
deformation of the rod elements was modeled taking into account the effect of a uniform shear stress field in the plate 
section. To validate the simplified calculation of the inertia moment of the sections, schemes of a square, ellipse, triangle, 
hexagon, six-pointed star, and a figured cross were used. Analytical and mathematical research methods were applied, 
specifically, the Huygens—Steiner theorem. 

Results. A rapid valid method for calculating the inertia moment of the cross section of the console under loading has 
been developed. Its difference is the rejection of calculations for each section, taking into account the shape and other 
features. For any shape of the section, the beam is represented as a bundle of infinitely thin plates, their inertia moments 
are integrated, and a well-known solution for deflection of a thin plate is used. The method allows us to unambiguously 
show the distribution of tangential stresses at the end of the console, providing a given deflection, and tangential stresses 
are used for such solutions for the first time. Their profiles are obtained depending on the direction of the external applied 
force. Formulas for the inertia moments of complex sections — a six-pointed star and a figured cross — are derived for 
the first time. Each section is correlated with the stress distribution curve and its maximum value. This data is visualized 
in the form of diagrams. It is found that the inertia moment and the rigidity of the console do not change when the external 
applied force is rotated by 30° for a star-shaped section and by 45° for a square and a figured cross. In general, the tangent 
field depends on the geometry and on the orientation of the section relative to the external applied force. 

Discussion and Conclusion. The proposed simplified approach to calculating the inertia moment of the cross sections of 
the consoles makes it possible to uniquely determine the field of tangential stresses at the end, which provides the 
appropriate value of the external applied force for the given deflection. Engineers and mechanics can use the results of 
the presented work in the calculations and modeling of deformation of rod structural elements. 


Keywords: rod deformation, inertia moment of a flat figure, inertia moment of complex sections, elastic deflection of the 
console, shear stress distribution 
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AHHOTalna 

Beedenue. OrryOmukoBaHHble UCCIeOBaHMA 2KECTKOCTH KOHCONeM MOA Harpy3Koi (OKyCUpylOTCA Ha BOTIpocax Ux Je- 
cbopMallun HM pa3spyuieHua. ONMcaHbl pacueTbI MOMeHTa HHEpuUWH — UpHHUWMMaIbHO BaxKHOM XapakKTepHCTHKH Ipoy- 
HOCTH CTepxKHA. OWHaKO He pellieHa mpoOsIema 3Ha4HTeIbHBIX 3aTpaT BPCMeHH AIA TaKHX BLIEUCIeHHH. IIpeactaBsen- 
Hoe MCCIeAOBaHHe BOCHONHAeT WaHHbIM mpoben. Liem padoTbl — onucaHue HOBOrO ObICTporo MeTOJa aHaIMTHYeCKOTO 
pacueta paciipeyesIeHua HallpmKeHHA CABHTa B CCHCHHM KOHCOJIM, COOTBETCTBYIOM[ero AeHCTBHIO BHeIUHeH MpHy10x%KeH- 
HOM cnbt. BrepBbie B TAKOM KOHTeKCTe pacCMaTpHBaIOTCA KaCaTeJIbHble Hallps.KCHHA H IPHBOAATCA IIpHMepbl pacueta 
MOMEHTa HHepwHH Jit TByX HeCTaHJapTHbIx CeyveHuii KOHCOJIN. 

Mamepuaaoi u memoodot. na co3qaHud HOBOTO MeTOa KOHCOJIb MIpeACTaBMJIM Kak Madky WWlaCTHHOK, OPHeHTHpOBaH- 
HBIX TlapaJIIeIbHO BeKTOpy BHeWHel cub. UcxoWHble pacueTbI CTPOWJIM MO CX€Me KOHCOJIBHOM OasKH C BbIAeeHHOM 
TIacTHHKON. JecbopMativ1o CTep2KHEBBIX IJIEMCHTOB MOJeIHpOBasIH C YAeTOM JelCTBHA OAHOPOAHOTO MOA HalIpsKe- 
HHA CBHTa B CCUeHHH TWIacTHHKH. Jd OOOCHOBaHHA YIPOWIeHHOTO pacueTa MOMEHTa HHeEpUHH CeueHHi 3a ,eHCTBOBaIN 
CX€MBI KBaj[pata, 9JWIMTICa, TpeyroJIbHUKa, WeCTHYTOJIbBHUKa, WICCTHKOHCYHON 3Be31bI H (urypHoro Kpecta. Mcnomb30- 
BaJIM AHaJIMTH4eCKHe HW MATeEMATHYeCKHEe METOAbI HCCIeOBaHHA, B YaCTHOCTH Teopemy I toMrenca—lLTetinepa. 
Pe3yivmamot ucciedoeanua. Co3yaH ObIcTpbIii YHHBepcasIbHBIM MeTO], BBIYHCICHHH MOMeHTa HHeEpuHH MonepedHoro 
Ce4YeHHA KOHCONM HOA Harpy3kou. Ero ormmune — OTKa3 OT pacueTOB JIA KaxKOTO CeYeHHA C y4eTOM (POpMBI H Apyrux 
ocoOeHHoctett. [pu mobo dopme ceyeHua Oalka WpeycTaBsaeTcA Kak Nauka OeCKOHeYHO TOHKHX IWIaCTHHOK, MO- 
MCHTbI HX HHEPLMH MHTerpupylorca, M HCMONb3yeTCA U3BECTHOe pellieHHe AJId WporuOa TOHKOH MWacTHHKU. Metoy 1103- 
BOJIACT OHO3HAYHO MOKa3aTb paciipeseseHve KacaTesIbHbIX HallpsKeHHH Ha TOPLe KOHCOMH, OOeCHeYMBaIOLNHX 3aaH- 
HbIi MIporHo, MmpH4em BIepBBIe JIA TAKHX PeLWICHHM HCIONb3Y!IOTCA KacaTeJIbHble HalilpsKennaA. Ilomyyenbl ux npopuru 
B 3ABHCHMOCTH OT HallpaBsIeHHA BHELIHeM IPWIOKCHHON cHIbI. BriepBble BEIBECHbI POPMYVIbI JIT MOMCHTOB HHepunH 
CJIOXKHBIX CeUeHHH — WICCTHKOHCYHON 3Be3AbI U (urypHoro Kpecta. Kaxxyoe ceyeHue COOTHECeHO C KpHBOM pacripeye- 
JICHHA HalipsxKeHHA HM ETO MAKCHMAJIBHBIM 3HadeHHeM. ITH JaHHble BU3YaJIM3HpPOBaHbl B BUe WMarpaMM. YcTaHoBJIeHo, 
4TO MOMCHT HHEPIHH WM 2KCCTKOCTL KOHCOJIM HE MeCHAIOTCA IPH MOBOpOTe BHEMIHel IpHIORKeHHOM cnt Ha 30° pA 
CeYeHHA B Be 3Be3bI H Ha 45° — yA KBay{pata u (purypHoro Kpecta. B oOujem cyryyae Moyle KacaTeJIbHbIX 3aBHCHT 
OT rCOMeTPHYeCKO (POPMBI HU OT OPHEHTAL[HH CeYCHHA OTHOCHTEJIBHO BHELIHEM MpHI02%KCHHOM CHIBI. 

O6cyotcoenue u 3akmo4uenue. IpeqioxKeHHbI yIpOWeHHbIi MOAXO K pacueTy MOMeHTa HHEpLM NOMepedHBIx ceue- 
HHH KOHCOJIeH WaeT BO3MOXKHOCTS OJHO3HAYHO OMIPeeIMTb NWO KaCaTCIbHBIX HallpsKeHUM Ha TOple, OOecreuHBalO- 
wee TIpH 3aaHHOM Tpornbe cooTBeTcTByIOlce 3HadeHHe BHeELMIHeH MIpH1O%*KeHHON cub. WHoKeHepbI MH MCXAHMKH MOTyT 
MCIOJIb30BaTb Pe3yIbTAThI MpeACTAaBIeHHOM paOoTb! Up pacueTax H MOeIMpoBaHHH JePopMalHM CTep2KHEBBIX 9JIe- 
MCHTOB KOHCTpyKUHit. 


Karouesble C10Ba: JepopMalluaA CTepxKHA, MOMCHT HHeEPIHH TWIOCKOM PUrypbl, MOMeHT HHEPLUMH CiIOXKHBIX CeYeHHH, 
yiipyrHii mporm6 KOHCOJIM, paciipeyemeHue KacaTeJIbHbIX HallpskKeHHii 
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Introduction. Numerous building structures contain elements in the form of rods, which undergo elastic deformations 
during manufacture or operation [1]. The bending strength of a rod or beam determines the bearing capacity of the 
structure [2]. The ability of a beam to elastic deformation is characterized by stiffness, defined as the ratio of load P to 
the elastic deflection of the beam 4. : mx = P/A- [3]. As a rule, under laboratory conditions, stiffness is checked on a 
console beam. One end of it is embedded in a rigid base, and an external force, directed perpendicular to the axis of the 
beam, acts on the other one [4]. Modeling and calculations of deformation and fracture characteristics of rods, as a rule, 
are associated with solving the problem of deflection of a console beam, or console, under the action of an external applied 
force [5]. At the same time, there are no publications on simple and valid methods for determining the inertia moments 
of complex sections relative to the action of an external applied force. The solution to this problem is described in the 
presented article. 

This work is aimed at the creation of a valid, rapid method for calculating the inertia moments of complex console 
sections under the action of an external applied force. The new approach provides analytical determination of the shear 
stress distribution in the section corresponding to the action of an external applied force. It should be noted that earlier, 
tangential stresses were not taken into account in such calculations. In addition, for the first time, examples of calculating 
the moment of inertia for complex figured sections are given. 

Materials and Methods. In a number of works on the resistance of materials, e.g., in [6], a universal formula is given 
for calculating the elastic deflection of console Ac. According to this formula, the rigidity of the console is: 

P/.,, =3EI,/D, (1) 
where E — Young's modulus; Z — length of the console; /, — inertia moment of the cross-section of the beam relative 
to x-axis, passing through the center of gravity of the section perpendicular to the applied force P. 

It follows from equation (1) that a fundamentally important characteristic of the console is the inertia moment of 
section J,, whose value depends on the geometry of the cross-section of the beam and the direction of x-axis [7]. It 
should be emphasized that in equation (1), inertia moment J; refers to x-axis, which is perpendicular to the direction of 
the external applied force P. Specifically, the inertia moment of rectangular section axb relative to the axis of symmetry 
x is equal to [8]: 

I, = ab? /12. (2) 

Here, a — thickness of the console, b — its width. Force P is directed parallel to side b of the rectangle. 

Substituting (2) into (1), we obtain the well-known equation for the deflection of a rectangular console [9]: 


3 
oO 
Ea\ b 


The cross sections of console beams, or consoles, are different. Figure | shows a simple example of a square section 
console under the action of external force P, directed along the diagonal of a square. 


ve 


Fig. 1. Diagram of a console beam with a dedicated plate 


The inertia moment of the section relative to x-axis is called the sum, or integral, of the products of elemental areas 
ds = dxdy by the squares of distances y of the areas to x-axis: J, = {J y*dxdy. [10]. The integrand function is virtually the 


inertia moment of the elemental area dxdy relative to x-axis. 

The console can be represented as a pack of extremely thin plates with thickness dx and length LZ, oriented parallel 
to the force vector P. Under the action of P, all plates bend by the same amount A,. With a given orientation of the 
console section, a separate plate is not affected by deformation of the rest of the volume. Then, the inertia moment of 
the section of the console as a whole will be determined by the integral sum of the inertia moments of the sections of 
all the plates in the pack. 

The projection of the plate onto the plane of the console cross section is a rectangular strip with thickness dx and half- 
length h (Fig. 1). The inertia moment of the section of a separate plate can be considered as the inertia moment of the 
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console of rectangular section 2hxdx. By definition, the equation of type (2) is applicable to each plate in a pack, where 
a= dx and b= 2h. According to this expression, the inertia moment of the strip is dl. = 2/°(x)dx/3. Thus, the inertia 
moment of the console section can be determined through integrating the inertia moments of elementary strips rather than 
elemental areas: 


i= = [7 AGo at, (3) 


where x varies from A to B. 

The condition for the orientation of the plane of the plates parallel to the vector of the external applied force is 
important, since it provides a unique association of the elastic deflection of console 4. with the distribution of tangential 
stresses in the cross section of the console. All the plates in the pack bend by the same value ).. according to (1), 
dl, = 2h?(x)dx/3. This means that elementary force dP = 3/.EdI,/ L? = 21-Eh*(x)dx / L? is required for a plate with thickness 
dx. This force corresponds to the action of a uniform shear stress field in the plate section ds(x) = 2h(x)dx: 

t=GP/dss1,Eh (iL. (4) 


It can be seen from (4) that the value of voltage A, in the coordinate system xy does not depend on coordinate y. 

Equation (4) is convenient to be used when modeling the deformation of rod structural elements. 

Integral (3) determines the inertia moment of section /, relative to x-axis, passing through the center of gravity of the 
section. In the case of asymmetric and complex sections, it is convenient to first find the inertia moment of the section or 
part of the section relative to the axis that does not pass through the center of gravity of the section. Then, you need to 
move on to the inertia moment of section /, relative to the axis that passes through the center of gravity of the section. It 
is known that the inertia moment of the section repeats the properties of the inertia moment of a solid and obeys the 
Huygens-Steiner theorem [11]. The inertia moment of section J, relative to arbitrary x-axis is equal to the sum of the 
inertia moment of this section /, relative to the axis passing through the center of gravity of the section parallel to x-axis, 
and the product of the cross-sectional area S by the square of distance a between the axes: J, = J, + a*S. Therefore, in the 
general case, we can write: 


_ 258 3 De. 2 
I= 3], h(xdx+a’S =I, +a’S. (5) 


If x-axis passes through the center of gravity of the section, then distance a = 0 and equation (5) turns into (3). 

Research Results. To create a simple, fast, valid calculation method, we abandon calculations for each section, taking 
into account its shape and other features. This approach was implemented for the first time in the framework of this 
research. No matter how complex the cross-section is, it is quite sufficient to use a well-known solution for deflecting a 
thin plate, present the beam as a pack of infinitely thin plates, and integrate their inertia moments. In addition, the method 
allows us to unambiguously show the distribution of tangential stresses at the end of the console, providing a given 
deflection. It should be emphasized that tangential stresses are considered in this context for the first time. 

Short-Cut Calculation of the Inertia Moment of Simple Sections. To validate the proposed method, we consider 
the known sections of simple geometry. Next, instead of the expression “inertia moment of the cross section of the 
console”, we use the term “inertia moment”. We assume that the external applied force is always directed perpendicular 
to x-axis, relative to which the inertia moment of the section is determined. 

Square. Equation (2) is obtained under the condition that the vector of force applied to the end of the console is 
perpendicular to side a of the rectangle. For b = a, we obtain the inertia moment of the square section J, = a4/12. 

Using the proposed method, we find the inertia moment of the square relative to x-axis, which is parallel not to the 
side, but to the diagonal of the square (Fig. 2 a). 


Bd t, MPa 
30 
20 
% 

a 10 

Ob = 

=3 —2 =1 0 1 2 x, mm 

a) b) 


Fig. 2. Cross-section diagram in the form of a square: 
a — cross-section; b — voltage distribution t along x-axis 
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The half-length of the strip in Figure | is equal to A = x. From equation (3), we find: 
2 a/3 


c== aes 

3 J-a/i3 12 

It can be seen that turning x-axis by 45° does not change the inertia moment of the square section. Consequently, when 
the external applied force is rotated by 45°, the rigidity of the console does not change either (1). 

Substituting x in place of h (4), we obtain a shear stress distribution in the section of the square console corresponding 
to deflection A: 


I 


Ux) =A,°E/ DP. 

Figure 2 b shows distribution t (x) along the diagonal of the square at A. = 2 mm and a = 5 mm. According to (1), the 
action of the shear stress t (x) on the end of the steel console (FE = 200 GPa) with length Z = 50 mm corresponds to the 
action of an external applied force P = 0.25EA.a‘/L? = 500 N. Maximum voltage tmax = 40 MPa is observed on the vertical 
diagonal of the square. Under the deviating from the diagonal, voltage t decreases sharply to zero. As a result, a sharp 
peak is formed in the system T (x). 

Voltage t depends only on variable x; therefore, according to the graph in Figure 2 5, it is possible to determine value 
t at any point of the square. 

Obviously, when the force is oriented perpendicular to the sides of the square, t = P/a” = 20 MPa (Fig. 2 5, dotted 
line). As can be seen, stress distribution t(x) in the cross section corresponding to external force P significantly depends 
on its direction. 

Ellipse. Figure 3 a shows a diagram of an ellipse with semi-axes a and b. The origin of coordinates is in the center 


of the ellipse. 


t, MPa 


60 


40 


qd) b) 


Fig. 3. Section diagram in the form of ellipse with semi-axes a and b: 
a — ellipse; b — distribution t along semi-axis a. 1 —a=b, 2— b =2a,a=2.5 mm 


It follows from the canonical equation of ellipse [12] that the strip highlighted in Figure 3 has half-length 
h=b(a@ —x’)'/a. Substituting this value in (3) and integrating from —a to +a, we obtain the inertia moment of the 


elliptical section: 


é 2b° 7 3/2 b 

I,=-| Wdx= = [ 2? -x? | ice. (6) 
3 J-a 3a” Ja 4 

At a=b =r, we derive the inertia moment of the circular section: 27“/4, where r — radius of the circle. 


Substituting value / corresponding to the ellipse in (4), we obtain the following distribution of shear stress in the 


section of the elliptical console: 
U(x) =A,b°(1 —x? /a*)E/L. 

Figure 3 b shows distribution t(x) along semi-axis a = 2.5 mm at A, =2 mm, F = 200 GPa and L=50 mm. When 
comparing it to distribution t(x)in Figure 2 b, for a square, a significant influence of the geometry of the console section 
on the stress distribution is obvious. In the case of the elliptical section, there is no sharp peak on curve t(x). Maximum 
voltage Tmax 1s observed along semi-axis b. Taking into account the requirement i. = const, it can be said about a rapid 
growth of voltage Tmax with an increase in ratio b/a. When half-axis b is doubled, tnax increases by 4 times (Fig. 3 5). 
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Triangle. Consider the section in the form of an isosceles triangle (Fig. 4). x-axis is directed along the altitude of the 
triangle (Fig. 4 a). At distance x from the base of the triangle, the half-length of the strip is equal to = b (a —x)/2a. 


ah 
a 
x 
a > b , 
) b) 


~< 
a 


Fig. 4. Section diagram in the form of isosceles triangle: 
a — x-axis, force is directed parallel to the base; 
b — force is directed perpendicular to the base 


Integrating expression (4) over x from 0 to a determines the following value of the inertia moment: 
an bs a, a 
oa [ (a-x}ide= (7) 
Consider the case when x-axis passes through the center of gravity and is parallel to the base of the triangle (Fig. 4 5). 
The strip at distance x from the left corner of the triangle has half-length = xV4a? /b? -1 /2 (Fig. 4b). The center 
of gravity of the strip is located at distance h from the base of the triangle (Fig. 4 b). Therefore, according to the Huygens— 
Steiner theorem for the cross section, the inertia moment of the strip relative to the base of the triangle is: 


3 
di, = 7 Wdx+ 2h de = 2% wa. 
3 3b 


I,= 


Integrating the resulting expression over variable x from —b/2 to b/2 determines the inertia moment of the triangle 
relative to the base: 
1, =a bs 12, (8) 
The center of gravity of the triangle is located at distance a/3 from the base. According to the Huygens—Steiner 
theorem [13], the inertia moment of a triangle relative to its own center of gravity is less than (8) by: 


where S = ab/2 — area of triangle. 
In this manner, the inertia moment of the triangle relative to its own center of gravity is equal to: 

_ab ab _a’b (0) 
12 18 36 

The result obtained corresponds exactly to the tabular value of the inertia moment of the section relative to the axis 


through the center of gravity parallel to the base of the triangle. 
Figure 5 shows the shear stress distributions in the triangular section at A. = 2 mm for cases where the deflection force 


is directed along the base (a) and along the altitude of the triangle (5). 


I, 


t, MPa 


t, MPa 
15 30 


10 20 


10 


Fig. 5. Distributions t in the triangular section: 
a — force is directed along the base; b — force is directed along the altitude of the triangle 
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When the triangle is oriented as in Figure 4 a, voltage t(x) decreases gradually from tmax at the base to 0 at the 
apex (Fig. 5 a). With the orientation of the triangle as in Figure 4 5, distribution t(x) (Fig. 5 5) is similar to the distribution 
for a square section when the force is oriented along the diagonal (Fig. 2 b). 

Regular hexagon. Figure 6 shows two orientation of the hexagon relative to x-axis: parallel (a) and perpendicular (6) 


to its diagonal. 
dx 


b) 


Fig. 6. Regular hexagon: 
a — diagonal is perpendicular to the force vector; 
b — diagonal is parallel to the force vector 


The section of the hexagon in Figure 6 a consists of the following: 

— rectangle with width a and height a3, 

— two isosceles triangles with apex a/2 and base avV3. 

Let us find the inertia moments of the specified parts of the section by (2) for the rectangle and by (7) for triangles. 
For the rectangle in equation (2), b = a3; therefore, its inertia moment is J: = V3a4/4. For triangular parts in equation (7), 
the base is b = aV3, and the altitude is a/2. Consequently, the inertia moment of the hexagon is: 

I, = Ty +19 = V3a* (1/14 41/16) =5V3a4/16. (10) 


If the applied force is directed along the diagonal of the hexagon (Fig. 6 5), then the half-length of the strip is equal 
to a/2 — x/V3. Having made the appropriate substitutions in (4), we obtain: 


2 pav3/2 ; 5 a) as 
I,== an x/ 3 Bdx = re (11) 
Comparing (10) and (11), we make sure that the rotation of the hexagon by 30° does not affect its inertia moment 
relative to x-axis. 
Consider the case of the hexagon orientation as in Figure 6a. At X}=2 mm and £ = 200 GPa in the range from 
—a/2 to +a/2, voltage T(x) is constant and equal to Tmax = 15 MPa (Fig. 7 a). Under the same conditions and orientation of 
the hexagon as in Figure 6 5, distribution t (x) is similar to the distribution for a square section (Fig. 2 b). However, here, 


Tmax = 20 MPa and Tmin = 5 MPa (Fig. 7 b). 


t, MPa t, MPa 
127 16 
oF 12 
67 8 
3} 4 
0.0 1.0 2.0 3.0 x,mm 0.0 1.0 2.0 x, mm 
a) b) 


Fig. 7. Distribution (x) in the section of the regular hexagon: 
a — diagonal is perpendicular to the force vector; 
b — diagonal is parallel to the force vector 


Examples of Simplified Calculation of the Inertia Moment of Complex Sections 

Six-pointed star. Using the proposed method, we calculate the inertia moment of a non-standard section in the form 
of a regular 6-pointed star with side a. To determine the inertia moment relative to the minor diagonal of the star, we use 
the diagram in Figure 8 a. Let us highlight three zones in the diagram: zone I with width a/2, zone II for the rest of the 
half-figure, and the adjacent auxiliary zone III in the form of a triangle. 
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a) b) 


Fig. 8. On calculating the inertia moment of the six-pointed star relative to a — minor diagonal; 
b — major diagonal 


Half-length of the strip in zone I at distance x from the diagonal is 4; = V3(a —x). Using expression (3), for two zones I 
in Figure 6 a, we obtain the inertia moment: 
— wf (a —x)*dx = 15-3 oa 
a/2 16 
The inertia moment of zone II is equal to the inertia moment of a rectangle with height aV3 and width a without the 
inertia moment of triangle III. The half-length of the strip in the rectangle is equal to Ay = a V3/2. From equation (3), we 
find the inertia moment of the rectangle: 


3 
Tian = a. 


4 
The half-length of the strip in the triangle is equal to 4y = xV3. According to (4), the inertia moment of the triangle is: 


v3 
lin = a". 


32 
Hence, the inertia moment of zone II is equal to: 


3B 4 
Tq = Lean — Lin ~ 35 4 : 
The doubled sum of the inertia moments of zones I and II determine the inertia moment of the 6-pointed star: 
11-3, 
ar a a’. 

To determine the inertia moment of the star relative to the major diagonal, we use the diagram in Figure 8 b, where 
two zones are highlighted. The half-length of the strip in zone I is hy = a + x/N3, in zone II — hy = a/2 — x3. From (3), 
the inertia moments of zones I (J = a465V3/96) and II (Jur = a*V3/96) are calculated. It is seen that the doubled sum of 
the inertia moments of zones I and II corresponds exactly to equation (12). Therefore, the inertia moment of the 6-pointed 
star relative to the major and minor diagonals is the same. 

Figure 9 a shows the shear stress distribution in the section of the 6-pointed star corresponding to 1 = 2 mm and the orientation 
of the external applied force according to Figure 8 a. Along the vertical axis of the star, the voltage takes on maximum value 
Tmax = 37.5 MPa. With distance from the axis to the right, t drops quickly to the level t= 9.375 MPa and remains constant in the 
range 2 <x<4mm. Then, t drops to zero. With distance away from the axis to the left, t changes similarly. 


Iq (12) 


t, MPa Tt, MPa 


Fig. 9. Distributions t in the hex-shaped section: a — force is directed along the major diagonal; 
b — force is directed along the minor diagonal 


Advanced Engineering Research (Rostov-on-Don). 2024;24(2):159-169. eISSN 2687-1653 


When the star rotates by 30°, voltage distribution t changes significantly, acquiring the outlines of a dovetail (Fig. 9 5). 
Two peaks are observed with value Tmax = 28.12 MPa. The distribution pattern is symmetrical. However, with distance from 
the axis of symmetry, the voltage first increases from 12.5 to 28.12 MPa, and then drops to 3.125 MPa. In this regard, two 
peaks are observed on dependence t(x). Further on, the voltage decreases rapidly to zero. 

Figured cross. Consider a solution for the inertia moment of a non-standard section in the form of a figured 
cross (Fig. 10), each side of which is the fourth part of the circle of radius R. The distance between the apices of the figure 
is RV2. We first find the inertia moment of the cross relative to the major diagonal (Fig. 10 a). 


a) 


Fig. 10. Figured cross: a — force is directed along the diagonal of the cross; 
b — force is directed at an angle of 45° to the diagonal of the cross 


Half-length of strip / in Figure 10 a is equal to: 


h=R-.JR?-—(R-x)?. 


Taking into account the symmetry and using equation (3), we obtain the following value of the inertia moment of the 
section of the figured cross: 


1.=4["[R Jx(2R D)] d= [4-5/4] 4 (13) 


3 

We determine the inertia moment of the cross when it is rotated by 45° relative to x-axis (Fig. 10 5). 

Figured cross fits into the circle of radius R. Figure 10 5 shows that there are four figures in the form of an oval with 
sharp corners around the cross. To determine the inertia moment of the cross, it is sufficient to subtract the inertia moments 
of the four ovals from the inertia moment of the circle. 

It follows from (6) that the inertia moment of the circle is equal to: 

To = 1R*/4. 
We determine the inertia moments of the ovals relative to the center of gravity of the cross. 
The inertia moment of the oval on the right is equal to the inertia moment of the oval on the left. Half-height of the 


h, = JR? -(R-x)’. 


We take into account equation (3), as well as the symmetry of these parts and their location. By integrating from 0 to 
R—R/\2, the following value of the inertia moment of these two parts is obtained: 


3 
ie Vi fax RF ] v= 2 2-2 (14) 
3 Jo 3,4 

The centers of gravity of the ovals above and below the circle are located at distance a = R/V2 from the center of 
gravity of the whole figure. The area of these two parts is equal to S = R?(x — 2). 
By (4), we calculate the moment of inertia of this pair: 
Ixy =a?S = R*[n/2-]]. 


strip at the oval on the left is: 


Value h in (3), according to Figure 10 5, (oval at the bottom of the circle) is equal to h = 2a? —x” —a. Therefore, 
for a pair of ovals at the top and bottom of the circle, the inertia moment relative to their own centers of gravity can be 


R/Y2 . 
i= =5Rf [i-(e7Ry 1/3 | dx = R*|[3n/4-7/3]. (15) 


0 


recorded as: 
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We determine the resulting inertia moment of the figured cross. To do this, we subtract the inertia moments of the 

four ovals from inertia moment (13) of the circle: 
Tq Ly, —Le2 — 2153 =[4—500/4] R*. 

Comparing the result obtained to result (13), we can see that the inertia moment of this cruciform section of the console 
does not change when x-axis is rotated by 45°. 

Figure 11 a shows the distribution of shear stress in the cross section of the figured cross, corresponding to A = 2 mm, 
and the action of an external applied force along the axis of the cross (Fig. 10 a). A sharp voltage peak is observed on the 
vertical axis of the cross, where Tmax = 80.0 MPa. 


t, MPa t, MPa 
R=2mm 

60 16 

12 
40 

8 

20 4 

0 0 

= 0 2 x,mm 3 2 -1 0 1 2x,mm 
a) b) 


Fig. 11. Distributions t in the section of the figured cross: 
a — force is directed along the diagonal of the cross, 
b — force is directed at an angle of 45° to the diagonal of the cross 


When the cross is rotated relative to the applied force by 45°, voltage distribution t changes significantly. As the axis 
of symmetry deviates, voltage first gradually increases from t= 13.73 MPa to t max = 20.32 MPa. Then, voltage t drops 
sharply to zero. Therefore, two symmetrical peaks (Fig. 11 5) are observed in distribution t at a distance of 2 mm from 
the axis of symmetry. 

Discussion and Conclusion. The proposed simplified calculation method provides for the rapid determination of the 
inertia moments of complex cross sections of the console. In this case, the shear stress field in the sample section 
corresponding to the action of an external applied force is uniquely determined. In addition, it is shown that the stress 
distribution in the section qualitatively and quantitatively depends on the orientation of the section relative to the direction 
of the external applied force. 

To validate the method, the inertia moments were calculated not only for known sections of simple geometry (which 
showed the absolute identity of the calculated and published results in the literature), but also for two new complex 
sections in the form of a regular six-pointed star and a figured cross. It is shown that the rigidity of the console does not 
change when an external force applied perpendicular to the axis of symmetry is rotated by 30° for a section in the form 
of a 6-pointed star, and by 45° — for a square and a figured cross. The method and the solutions obtained can be used by 
engineers and mechanics in modeling and calculating strength and stiffness of rod structural elements. 
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